EL  SANTUARIO  DE  CHIMAYO 
CHIMAYO,  NEW  MEXICO 
This  chapel,  built  in  1816  has  one  of  the  prettiest  settings 
of  all  New  Mexico's  Churches.  The  Santuario  was  erected  ui 
as  a  Shrine  for  all  who  seek  the  great  healing  powers  of  ^ 
the  Sacred  Clay,  on  which  it  was  built.  Located  24  miles  ^ 
north  of  Santa  Fe,  originally  a  private  chapel,  it  now  be- 
longs to  the  catholic  diocese.  ^ 
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